2ETRYPTIOMIGES 


COA-Amanita-V3 
Certificate of Analysis EE A pee 
Sample Name aE Forbidden Client ID Good Cltizen 
ruit Loop 
Sample Type Edible Analysis Date 12/8/2023 
Package Weight 50.1361 Servings/Package 20 
Tryptomics ID T-1028 Assay ID aa Trypiamine 
anel 
Thiomuscimol Muscimol Ibotenic Acid 
Concentration | Concentration Concentration Concentration Concentration | Concentration 
(mg/serving) (mg/g) (mg/serving) (mg/g) (mg/serving) (mg/g) 
ND ND 0.003 0.001 


ND ND 
Psilocybin 


Psilocin 4-AcO-DMT 
Concentration Concentration Concentration Concentration Concentration | Concentration 
E C oar oon EA EE 
| 0179 | 179 | 0.071 071 | 0.791 | 791 
Tryptamine 


Tryptophan 


Adenosine 
Concentration Concentration Concentration Concentration Concentration | Concentration 
ND a "0.007 9.003 mg/serving 1.015 


| 0.038 | 038 


ot | 
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LOD = Limit of Detection, ND = Not Detected, NT = Not Tested 
This certificate of analysis is intended for personal use and does not violate state or local laws. Tryptomics is not licensed by 


the State of Colorado. Please email questions to cking@tryptomics.com 


